The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



January 5, 2011 


Sarah Stancato 

Assistant District Attorney, Suffolk County 
Dear ADA Stancato: 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples |||||[||||||||||||||||||||. 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass analytical data for samples 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Stacey Desjardins, if you have any questions about these materials, please call me at the 
number below. 


Cc: CBS, KAC 


Sincerely, 



Stacey Desjardins 
Chemist I 
Drug Analysis Lab 
Jamaica Plain, MA 02130 
(617)983-6632 
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DRUG RECEIPT 

BOOK 

PAGE 



DESTRUCTION # 


District/Unif 



Name & Rank of Arresting Officer . 

-... 

ID) 

DEFENDANT'S NAME 

ADDRESS 

C 


DESCRIPTION OF ITEMS SUBMITTED 

2L P^\\3 VA\uf-x 

CD C-dc^eiKl.. 


GROSS 

QUANTITY 


/ j 

1 /. _ 


GROSS 

WEIGHT 

Kym 


m,rU 


LAB USE ONLY 

ANALYSIS 



To be completed by ECU personnel only 

Name and Rank of Submitting Officer _ 

Received by .. 

BPD Form 0038-BIS-0907 (prev. 1753) 



. ID# . 

Date..:C. 

ECU Control # 
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Date Analyzed; 


City 
Officer 
Def: 
Amount: 
No. Cont 
Date Rec'd 
Gross Wt 


Boston D.C.U. Police Dept. 

P,0. Diana Lopez 


2.0 

1 


Cont; pb 


03/10/2010 

/ 


5.241 


[0 


Subst: TABS 

No. Analyzed; 

Net Weight: 

# Tests; \ f 


Prelim; Findings? 

c 



No.l 


Date Analyzed; 


City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Def: 

Amount: 

No. Cont: 1 Cont: scale 

Date Rec'd: 03/10/2010 
Gross Wt.: 180,911/ 


1 




5Ltb 

Subst: R-ee 


No. Analyzed: I 
Net Weight: Q = *' bQ 
# Tests: 


Prelim: CDCGVn^L Fi-^^ings:^ ’ 
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DRUG POWDER ANALYSIS FORM 


Oslo 


PHYSICAL DESCRIPTIOWr P) t 

Gross Wt ( ): 

t Until blue, round 1obs 

Gross Wt { ): 


Pkg. Wt: 


NetWt: Ox 

■C\Q5SC 



PRELrMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's 


Microcrvstalllne Tests 


Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 



Corbett 























MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Valium 

Regufatory-Sfatus: Schedule IV 

ingredients 

Diazepam -10 MG 
Excipient: FD&C Blue No. 1 
Availability & Manufacturing 

Availability; United States 

Available-Contafner-Sizes; Bottle of 100; Bottle of 500; Package of 100; Strip of 25 
Contact: Hoffmann-La Roche 
Product ID: 2850968 
AAPCG Code: 007000 - Benzodiazepines 
Registry Number: NDC 00140-0006 

Notes 

Notes: This tablet has a "v” design cut out irt its center. 

In 1S74, the imprint on this product was changed from "roche 6" to "10 valium" (front) and 
"roche roche" (back). 

Physical Description 

Imprint; 10; Valium; R; Roche 
Form: Tablet 
Color: blue 

© 1974- 2010 Thomson Reuters. Ail rights reserved. 


http://\vww.thomsonhc.coni/hcs/librarian/PFDefaultActioiiId/pf.PrintReady 7/9/2010 
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DRUG POWDER ANALYSIS FORM 



PHYSICAI, DESCRIPTION: ~ g;\ Qntd StQled 

-off loditc QubsTorioe. on 

SCQ\c 

■enouo^tMo ecropcior bxic|d 


Gross Wt { ): 

Gross Wt ( ): 

Pkg. Wt: 

ciirtcf 

Net Wt; 


o.i; 


PRELIMtNARY TESTS 
SpotTesiS 


Cobalt 
Thiocyanate i 

Marquis 

Froehde's 

Mecke's 




Mlcrocrvstaltlrre Tests 


Gold 

Chloride 


TLTA 


_ 

Hi ^ 


OTHER TESTS 



























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\07_13_10\730754.D 
KAC 

14 Jul 2010 1:16 

BLANK 


DRUGS.M 
RTE 



Abundance TIC: 730754.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730754.D 


Wed Jan 05 08:54:49 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\System7\07_13_10\730755.D 
KAC 

14 Jul 2010 1:29 

COCAINE STD 

55 

DRUGS.M 
RTE 


Abundance 

1600000 

1000000 

500000 


4.739 


TIC: 730755.D\c}ata.ms 




Time-> 


^ 1 I I < I I I > p ( ( I I r I « I I i I < I I : I I I I I I I—I—F~n—i | i—i—i : | : i 

2,00 2.60 3.00 3.60 4.00 4.60 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4,739 

1367284 

100.00 

100.00 


730755.D 


Wed Jan 05 08:54:54 2011 


Page 1 


Corbett email PRR 007695 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\System7\07 13 

10\730755.D 

Operator 

KAC 


Date Acquired 

14 Jul 2010 1:29 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

55 


AcquisitionMe th 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI.L 

Minimum Quality: 85 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 85 

PK# RT 

Library/ID 

CAS# Qual 

1 4.74 C 

:\Database\SLI.L 

COCAINE 

000050-36-2 99 



8^ 


80 

60 

40 

20 




40 


42 


165 68 


60 


94 


105 


122 


135 


182 


152 166 




198 


214 


244 259 


T 


272 

4*-t- 


80 100 120 140 160 180 200 220 240 260 280 


303 

300 


730755.D Wed Jan 05 08:54:54 2011 


Page 2 


Corbett email PRR 007696 




Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q3-2010\System7\07 13 10\730758.D 

Operator 

KAC 

Date Acquired 

14 Jul 2010 2:07 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


TIC: 730768.O\data.ms 



Time-> 2.00 2.60 3.00 3.60 “1.00 4.60 5.00 6.60 6.00 6.50 7.00 7.60 8.00 8.60 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730758.D Wed Jan 05 08:57:50 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3'2010\System7\07_1310\7307S9.D 
KAC 

14 Jul 2010 2:19 


59 

DRUGS.M 
RTE 


Abundance 

2000000 

1500000 

1000000 

500000 

0 


TIC: 730759.D\data.ms 


4,739 


! I ! ! I 


7 T » 1 I r 




Till ' r'T 'T''! • 


•'■n“T''ru-T"Tr 


■ f"|“rr'TT prr^r" 

Tlme-> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 5.60 6.00 6.50 7.00 7.50 8 00 6.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.739 

2078840 

100.00 

100.00 


730759.D Wed Jan 05 08:57:57 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q3-2010\System7\07__13_10\730759 .D 
KAC 

14 Jul 2010 2:19 


59 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C;\Database\KIST05a.L Minimum Quality: 85 

C;\Database\PMH_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.74 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 

0 




42 


165 67 


Average of 4.696 to 4.892 min.: 730759.D\dala.ms (-) 
182 


94 105 


122 

J 




138 


162 


166 


198 


,208222 242 259 


272 


303 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 


288 


280 300 


Abundance 


#29; COCAINE 



730759.D Wed Jan 05 08:57:58 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\07_13__10\730767.D 
KAC 

14 Jul 2010 4:00 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 730767.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730767.D 


Wed Jan 05 08:59:24 2011 


Page 1 


Corbett email PRR 007700 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\System7\07_13__10\730768 .D 
KAC 

14 Jul 2010 4:13 

COCAINE STD 

68 

DRUGS.M 
RTE 


Abundance 


1500000 


1000000 


500000 


0 


TfC: 730768.D\data.ms 


4,' 

'39 

r-T T T'm-T‘T--r-r-T-T-T--rT-T'T-T-T-T-T'T-T"T--T-T--fY 

.. 1 I 1 1 . 1 1 1 1 V 1 1 1 1 t 1 ; 1 1 1 1 T 1 1 1 -I-r 


T!me-> 2.00 2.50 3,00 3.50 4,00 4.50 5.00 5.60 6.00 6.60 7.00 7,60 8.00 8.60 9.00 


pr"r- 

9.50 


Ret. Time 


Area Area % Ratio % 


4.739 


1496409 100.00 100.00 


730768 .D 


Wed Jan 05 08:59:28 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F;\Q3-2010\System7\07_13_10\730768.D 

Operator ; KAC 

Date Acquired : 14 Jul 2010 4;13 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 68 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C;\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.74 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 

I f 



730768,D Wed Jan 05 08:59:29 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F; \Q3-2010\System7\07_13_10\730784.D 
KAC 

14 Jul 2010 7:35 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 730784.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


730784.D Wed Jan 05 08:59:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3-2010\System7\0713_10\730785.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 7:47 

Sample Name ; DIAZEPAM STD 

Submitted by ; 

Vial Number : 85 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIG: 730785.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.612 

1440880 

100.00 

100.00 


730785.D Wed Jan 05 08:59:49 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\System7\07__13 10\730785 ,D 
KAC 

14 Jul 2010 7:47 

DIAZEPAM STD 

85 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.61 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin~2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 98 



730785.D Wed Jan 05 08:59:50 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\Systein7\07_13_10\730790 .D 
KAC 

14 Jul 2010 8:50 

BLANK 
SLD 
2 

DRUGS.M 
RTE 


Abundance TIG: 730790.D\dala.fns 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730790.D 


Wed Jan 05 09:00:03 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F;\Q3-2010\System7\07_13_10\730791.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
vial Number : 91 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


SLD 


Abundance 

1500000 


1000000 


500000 


0 


TIC: 730791 .DWata.ms 
5.$18 


Time--> 2.00 2.50 


TT-j-rr 

3.00 




3.50 4.00 4.50 6.00 6.50 6.00 6.50 7.00 


r^^-rr-rr- ^- T -f 

7.50 8.00 


r r Y T f r V Y f f r V y T f 

8.50 9.00 9,60 


Ret. Time 

Area 

Area % 

Ratio % 

5.618 

1698982 

100.00 

100.00 


730791.D Wed Jan 05 09:00:07 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\System7\07_13__10\73 0791 .D 
KAC 

14 Jul 2010 9:03 


91 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.62 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 




730791.D Wed Jan 05 09:00:08 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\System7\07_13_10\730793.D 

KAC 

14 Jul 2010 9:28 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 730793.O\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


730793.D 


Wed Jan 05 09:00:18 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F;\Q3-2010\System7\07_13_10\730794,D 
KAC 

14 Jul 2010 9:41 

DIAZEPAM STD 

85 

DRUGS . M 
RTF 


Abundance 

1000000 

500000 

O'm * ' ' ' 1 ‘ ' 1 '-'-T-T-f-r-.-,-,-y-T--r--.--r-ir-T--r 

T(me-> 2.00 2.S0 3.00 3.50 4.00 4.50 


TIC: 730794.D\dafa.ms 



5.00 5.50 6.00 6.50 7.00 750 _8,00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

5,618 

1398316 

100.00 

100.00 


730794.D Wed Jan 05 09:00:21 2011 


Page 1 


Corbett email PRR 007710 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3-2010\System7\07_13_10\730794.D 

Operator ; KAC 

Date Acquired : 14 Jul 2010 9;41 

Sample Name : DIAZEPAM STD 

Submitted by : 

vial Number : 85 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 85 

C:\Database\NIST05a,L Minimum Quality: 85 

C: \Database\ PMVJ_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 5.62 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 
2H-1,4-Benzodiazepin-2-one, 7-chlor 000439-14-5 99 


Abundance Average of 5,576 to 5.798 min,: 730794.0\data,ms (-) 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


730794.D Wed Jan 05 09:00:22 2011 Page 2 
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